HAIG

in France and Belgium. From such a cumbrous
and unworkable organisation little could be hoped.
But even worse was to follow. General Robert-
son, the Chief of the General Staff in London,
who, since the death of Lord Kitchener, had been
the principal military adviser of the Government,
and in whom Haig had complete confidence, was
summarily dismissed from his appointment and
replaced by General Wilson, in whose strategic
judgment Haig had profound disbelief, and who
was, moreover, not likely to offer any effective
opposition to any scheme, however unsound,
that might be proposed by the Cabinet.
His forebodings were soon to be justified.